Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Message Text 
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ORIGIN COME-00 

INFO OCT-OI NEA-05 ISO-00 EB-05 INT-OI RSC-01 /0I3 R 
66611 

DRAFTED BY: C.OM/RIC/OBD/MFPD: TPHII .BRICK 
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COM/BIC/OED:LEENGLESON 
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R 292203Z MAR 74 
FM SECSTATE WASHDC 
TO AMEMBASSY ABU DHABI 

UNCLAS STATE 063732 

E.O. 11652: N/A 
TAGS: BEXP, TC 

SUBJ: MAJOR PROJECT: FLOTING DESALINATION UNIT FOR ABU DHABI 
REF: ABU DHABI 0327; STATE 59307 
FOR HOWELL OR GRIFFIN 

1. FURTHER TO REFERENCED STATE CABLE, ENVIROGENICS HAS 
INDICATED THAT IT CAN OFFER A 100,000 GPD TEST UNIT FOR 
DELIVERY WITHIN TWO MONTHS. THIS UNIT IS NOT FOR 
FLOTATION BUT IS SMALL ENOUGH TO BE EASILY DISASSEMBLED 
AND MOVED TO ISLANDS AND REASSEMBLED. 

2. ENVIROGENICS DEFINITELY CANNOT PRODUCE A 1.5 OR 
2.0 MILLION GPD UNIT BEFORE END 1974. HOWEVER, IF 

DEPT OF WATER AND ELECTRICITY INTERESTED, ENVIROGENICS 
WILL DISCUSS ALTERNATIVES WHICH COULD BE PROVIDED IN 
TWELVE MONTHS, FIFTEEN MONTHS, OR EIGHTEEN MONTHS. 

THESE ALTERNATIVES WOULD BE MOUNTED ON BARGES. KISSINGER 
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